
/ 


25X1 A 


Approved For Release 2002/07/23 : CIA-RDP64B00187A0007001 60051^0 

“‘BT 


13 March 1959 


INVENTORY 8CHEDUIE 

Description 

1 Full Scale Inlet Model 
1 Full Scale Inlet Model 
1 Full Scale Ejdt Model 
1 1/8 Scale Cceqplete Model 
24 l/46 Scale Models 


Estimated 

Cost 

$ 280.00 
560.00 
1,680.00 
560.00 
1,400.00 


The undersigned as Individuals sod as authorised representatives of General 
Dynamics Corporation, Convair Division, Fort Worth (hereinafter colled the 
Contractor), hereby certify that ve hove examined the above Schedule, and 
that In the exercise of our best judgment, and to the best of our taotfLedge, 
based upon Information believed to be reliable, said Inventory Schedule 
represents all materials, tools and equipment on hand at Convair-Fort 
Worth upon completion of contract S3-100 for which the contractor Is 
accountable. These items con be utilized to advantage by Convair In the 

It is requested that for account* 


performance of Contract 


ability purposes these Items be transferred to said Contract. 
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